WALL   WRITINGS

SCALE   l6   FEBT  TO   ONE   INCH
PLAN   Hi:   PLAN   OF   FIRST  FLOOR   OF  BORLEY   RECTORY,   SHOWING   POSITION   OF   * GOLD   SPOT*    (MARKED
WITH  A   CROSS)   ON   LANDING,   AND  WHERE   WALL  WRITINGS  APPEARED
Drawn by S. H. Glanville.